Mystic Lite Instruction 


420-3082 


To Operate Mystic Lite 

• Connect adapter to Mystic Lite O 

• Plug-in adapter to electrical socket (D 

• Turn on the power and adjust the speed (D 

• Press [o| button to control light on/ofl ® 

Bulb replacement 

• Turn the knob lo “UNLOCK * position ® 

• full out the bulb holder ® 

• Replace the bulb ® 

• Insert the bulb holder (T) 

• Turn the knob to “LOCK“ position ® 


A Caution 

» For replacement bulb use only 6V 3W ElO base krypton bulb, 
» This is an electric lamp, not a toy I ! 

• For indbor use only. 


Note 

Small particles in the liquid will disappear in few minutes after 
turn on the power. 
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